
B. LINERS IN SHIPPING CASES WERE NOT INVERTED, YOU COULD SEE 


CONTENTS THRU HANDLE OPENING® 

Co SOME IDENTS READ CORRECTLY FROM BASE SIDE AND SOME FROM 
EMUL. SIDE. ON 9L AND 9R, ALL IDENTS SHOULD READ 
CORRECTLY FROM EMUL® SIDE® 

D® RESIDUAL HYPO CHECKS INDICATE ARCHIVAL QUALITY THRU-OUT. 
E® GENERAL PHYSICAL QUALITY EXCELLENT * SOME INDICATIONS OF 
HIGH DRYING TEMP® EMULSION SHOWS; DRYING STREAKS AT TIMES, 
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